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E.O. 11652: XGDS-1 

TAGS: ESTC, COCOM, US, CZ 

SUBJECT: US POWER METER TO CSSR - IL 1502 

REF: STATE A-10107 

1. WE ASSUME WORDING IN PARA 2, REFGRAM, "BEING EXPORTED BY 

THE USG," SHOULD ACTUALLY READ "BEING EXPORTED FROM THE UNITED 
STATES." IF IT IS INDEED A US GOVERNMENT SHIPMENT. IT MIGHT BE 
USEFUL TO HAVE FURTHER DETAILS OF THE CIRCUMSTANCES. ASSUMING 
THAT THE CR-2 LASER IS ALSO EMBARGOED, INFO ON COCOM-BASIS FOR 
LICENSING WOULD ALSO BE APPRECIATED. 

2. IN ABSENCE OF RESPONSE BY COB DEC 28, WE WILL SUBMIT CASE 
WITH CHANGED WORDING, LEAVING IT TO OTHER PCS TO RAISE CR-2 
ISSUE IF THEY WILL. 
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